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Introduction: 

•v»Th«  objective  of  the  research  was  to  investigate  the  Air  Force’s 
tactial  shelter  designs  and  determine  the  extenc  to  which  blast  and  penetra¬ 
tion  resistance  could  be  incorporated  into  the  design.  This  was  to  be  done 
within  existing  weight,  cost  and  other  constraints  specified  in  the  relevant 
Military  Specifications. 

We  deal  here  with  the  standard  8x8x13  ft  rectangular  parallel  piped, 
although  the  work  here  is  applicable  to  the  8x8x20  ft  shelter.  This  shelter 
must  be  capable  of  efficient  transport  by  plane,  ship,  helicopter,  rail,  or 
truck  without  damage  to  the  structure. 

The  shelter  should  be  capable  of  withstanding  a  7.25  psi  overpressure 
(peak  pressure).  I  have  used  this  figure,  which  is  independent  of  the 
structure  itself,  because  t^J^Selter  will  overturn,  or  be  bounced  about 
at  higher  pressures.  Above  7.25  psi  the  shelter  tends  to  be  pulled  loose 
from  its  anchoring  cables  and  is  consequently  blown  along  the  ground  by  the 
blast.  Thus  higher  overpressures  present  a  problem  that  is  a  limiting  case 
since  shelters  are  often  deployed  on  trucks  or  in  open  country  and  airports. 
It  is  clear  that  7.25  psi  is  a  reasonable  design  objective. 

We  can  begin  by  considering  non-nuclear  weapons  and  looking  at  weapons 
that  supply  .overpressures  in  the  neighborhood  of  7  psi  overpressures.  These 
threats  include  G.P.  bombs,  artillery  and  rockets.  However,  this  is  mis¬ 
leading  due  to  the  tendency  of  these  weapons  to  destroy  the  shelter  by 
penetration  of  large  amounts  of  shrapnel  if  the  shelter  is  close  enough 
to  the  weapon  to  see  7  psi  overpressures.  Therefore  it  makes  more  sense 
to  define  a  shrapnel  threat  for  non-nuclear  weapons.  To  this  end  a  40  gram 


fragment  with  a  velocity  of  600  meters/sec.  can  be  used. 

An  objective  of  this  study  was  to  design  a  material  for  the  shelter 
that  would  be  capable  of  withstanding  small  arms  fire.  It  was  determined 
that  protection  could  not  be  guarranteed  against  7.62  mm  ball  rounds  with 
the  weight  constraints  imposed.  To  accomplish  this  one  would  need  a  structure 
equivalent  to  an  armored  personnel  carrier.  The  only  solution  possible  here 
(it  is  not  possible  in  many  cases  to  move  shelters  out  of  areas  where  they 
are  subjected  to  small  arms  fire  since  communications,  radar,  missle  guidance, 
tank  repair,  helicopter  repair,  medical  facilities,  etc.  tend  to  be  compart- 
mentalized  in  tactial  shelters)  is  to  erect  revetments  around  the  shelter  or 
place  the  shelter  in  a  depression.  It  should  be  pointed  out  that  protection 
against  7.62  mm  ball  can  be  provided  using  kevlar  composites,  but  the  weight 
of  the  shelter  must  be  substantially,  but  not  excessively,  increased. 

The  other  major  requirements  for  a  tactical  shelter  are 

1.  A  nine  mile  per  hour  railroad  humping  test 

2.  Static  loading  of  75  lb/ft^. 

3.  No  water  entry  on  fording 

4. -  No  water  entry  dua  to  rain 

5.  No  dust  entry 

6.  Thermal  insulation  from  a  -65°/  low  to  a  120°F  high  plus  a  solar 
heating  load 

7.  Corrosion  resistance  including  salt  fog 

8.  Blackout  capability 

9.  Fungus  resistance 

10.  RFI,  EMI,  and  EMP,  protection  (may  be  by  add-ons  in  some  cases) 

11.  Helicopter  transport  (drop  test) 

12.  Shelter  stacking  test 


13.  High  altitude  depressurization  test, 
and  so  on. 

These  items  make  it  practically  impossible  to  improve  an  existing 
design  to  accomplish  an £  additional  task  or  improve  upon  its  design  in  a 
given  area.  For  example,  a  material  that  may  add  substantially  to  blast 
resistance  may  not  be  as  resistant  to  a  particular  form  of  fungus.  More¬ 
over,  the  directive  for  joint  procurement  of  tactical  shelters  by  the 
Air  Force,  Army  and  Navy  restrict  innovation  even  more.  X.  Underwood  makes 
this  point  clear  [ 1] , 

"During  the  past  10  years,  there  has  been  a  movement  within  the  military 
services  to  buy  commercial  construction  equipment  for  non-combat  use. 

Because  of  previous  industry-wide  abuses  in  furnishing  substandard 
commodities  to  the  military,  a  system  of  Military  Specifications  (MIL  SPECS) 
was  developed  to  ensure  that  some  quality  minimums  would  be  maintained. 
Unfortunately,  the  massive  paperwork  mechanism  of  the  MIL  SPEC  system  is 
very  difficult  to  alter,  either  to  reflect  the  thange  in  needs  of  the  military 
user  or  any  Improvements  in  the  manufacturing  state-of-the-art."  The  problem, 
while  not  of  great  significance  to  the  mission  of  the  Air  Force,  is  nontheless 
important.  The  importance  lies  in  the  fact  many  thousands  of  these  tactical 
shelters  will  be  purchased  over  the  next  few  years  for  many  purposes:  ILS 
systems,  artillery  control,  antiaircraft  systems,  radar  systems,  telephone 
units,  communications  systems,  helicopter  transr  .epair  facilities, 

machine  shops,  photographic  development  facilities,  latrines,  CBW  shelters, 
data  reduction  facilities,  drone  control,  medical  operating  room,  intensive 
care  unit,  power  stations,  weather  station  and,  meeting  room. 
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The  strategic  situation  that  is  evolving  at  this  time  indicates  that 
the  type  of  conflict  we  will  encounter  in  the  near  future  will  require  an 
increasing  level  of  dependence  upon  tactical  shelters.  We  have  lost  many 
of  our  foreign  bases  and  those  that  remain  have  been  degraded,  due  to 
various  controls  by  the  host  country,  to  the  extent  that  they  can  not  be 
counted  on  in  a  crisis.  This  means  we  are  no  longer  close  to  many  areas 
of  potential  military  confrontation.  Thus,  military  equipment,  personnel, 
fuel,  and  entire  systems  will  have  to  be  transported  over  increasingly  larger 
distances.  This  must  be  coupled  with  the  need  to  respond  to  threats  more 
quickly  than  in  the  past.  The  general  proliferation  of  sophisticated  air¬ 
craft,  mobile  artillery,  mechanized  divisions  and  air  transport  imply  that 
even  moderately  sophisticated  nations  can  move  with  great  speed  on  the 
battle  field  if  not  confronted  with  a  technically  superior  resistance.  Our 
response  time  is  now  counted  in  days  and  not  hours.  However,  these  problems 
are  somewhat  counterbalanced  by  the  Air  Force's  efficacious  developments 
in  area  of  cargo  aircraft:  greater  speed,  greater  cargo  capacity,  lower 
coat  per  ton,  shorter  take-off  and  landing  strips.  Thus  the  capability  for 
relatively  rapid  response  to  distant  threats  exists  and  this  obviates  the 
need  for  tactical  shelters.  The  time  and  manpower  necessary  to  transport 
equipment  to  a  tactical  site  and  then  to  erect  it  and  render  it  operable, 
does  not  exist.  The  equipment  must  be  preconfigured  and  in  operating  order 
instantaneously  upon  delivery. 
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Blast  and  Penetration  Resistance: 

AC  this  point  in  Che  study  the  methods  of  [2]  are  sufficient  for  design 
purposes.  At  a  later  time  it  may  be  appropriate  to  become  more  sophisticated 
and  study  the  details  of  the  response  of  composites  to  blast  and  penetration 
from  both  macroscopic  and  microscopic  viewpoints.  The  applications  and 
extensions  of  existing  computer  codes  to  the  problem  may  also  be  considered 
at  a  later  time  if  there  is  any  hope  for  a  pay-off  of  significance. 

In  general  the  effects  of  a  blast  load  on  the  tactical  shelter  will 
be  determined  by  the  magnitude  (type)  of  explosion,  its  location  relative  to 
both  the  ground  and  the  shelter  and  che  orientation  of  the  shelter  with  respect 
to  explosion  and  ground,  AFM  88-22  [2]  can  be  used  to  predict  the  front  wall 
loading  p.  4-61,  the  rear  wall  loading  p.  4-62,  and  Che  roof  and  side  wall 
loadings  p.  4-62  and  4-63.  Multiple  explosions  are  also  considered  p.  4-65. 

In  general,  the  7.25  psi  overpressure  standard  allows  one  to  make  use  of  the 
tables  in  AFM  88-22  for  design  purposes. 

To  treat  penetration  problems  one  can  make  use  of  the  Gurney  method  and 
use  a  hand  calculator  to  make  the  computations,  or  use  sophisticated  computer 
codes.  For  our  purposes  the  Gurney  method  is  sufficient.  Let  vq  be  the  initial 
velocity  of  a  fragment  and  vg  the  velocity  at  which  the  fragment  strikes  the 
shelter.  Consider  a  charge  evenly  distributed  in  a  uniform  metal  case.  The 
weight  of  the  explosive  i3  W  and  the  weight  of  the  metal  casing  is  (lbs.). 

v  „rio_i  4 

o  I  W  H-W/2] 
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Note  chat  (2£*)  is  the  Gurney  energy  constant  that  can  be  obtained  from 
tables.  The  number  of  fragments  produced  is 


la  Nf 


8W 

ln(-r^)  - 

Mi 


where  N^  is  the  number  of  fragments  larger  than  W^.  is  dependent  on  the 
explosive  and  casing.  Further 

vs  -  vq  exp (-0.0004  Rf/Wf1/3>  . 


where  is  the  distance  travelled  by  the  fragment.  Thus  given  our  design 
criterion  of  a  40  gram  fragment  with  a  velocity  fo  600  meters/sec.  we  can 
work  backwards  and  calculate  the  types  of  weapons  that  the  shelter  will  offer 
some  protection  from. 


Composites: 

A  survey  of  composites  for  tactical  shelter  applications  was  presented 
in  [3].  This  study  uses  [3]  as  a  foundation.  However,  it  should  be  pointed 
out  that  it  is  difficult  to  exceed  the  all  around  efficiency  of  the  first  modern 
composite  which  was  developed  around  1934  and  eventually  used  in  the  W.W.  II 
Mosquito.  It  had  a  core  of  balsa-wood  with  skins  of  birch  plywood  [4], 

Given  the  most  basic  tactical  shelter  requirements  it  is  evident  that  only 
sandwich  construction  yield  both  the  light  weight  and  stiffness  that  is  desired. 
The  basics  of  sandwich  construction  for  tactical  shelter  use  can  best  be 
gleaned  from  [5].  However,  the  appearance  on  the  scene  of  Kevlar  49  with  its 
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ballistic  protection  capabilities  and  very  low  weight  to  strength  ratio 
induces  us  to  recommend  a  Kevlar  sandwich  construction  for  the  next 


generation  of  tactical  shelters.  Kevlar  49  was  developed  to  replace 
steel  in  the  belts  of  radial  tires  [5].  The  advantage  of  Kevlar  can 
easily  be  summarized  [7].  Clearly,  we  are  discussing  a  sandwich  construc¬ 
tion  with  Kevlar  faces  and  Nonex,  aluminum  or  paper  core.  We  use  marine 
applications  data  [7]  for  comparision,  because  of  the  corrosion,  fungus, 
water  and  other  requirements  for  tactical  shelters. 

There  exists  a  wealth  of  data  on  Kevlar  use  in  the  aerospace  industry. 
Kevlar  composites  used  as  a  substitute  for  fiberglass  yeild  a  40Z  weight 
savings  in  the  Space  Shuttle  ducting  systems.  In  the  Lockheed  L-1011 
similar  parts  yielded  a  25Z  weight  savings.  Similar  cases  occured  in  the 
UTTAS  helicopter  and  Trident  C-4  [ 8,9 J . 

Relative  to  fiberglass,  Kevlar  is  three  times  as  stiff  per  unit  weight 
and  it  has  a  higher  damage  tolerance  due  to  its  being  able  to  deform  more  before 
failing.  The  ballistic  protection  afforded  by  Kevlar  is  well  known  [10]. 

In  [10]  Kevlar  body  armor  worn  by  police  stopoed  0.38  caliber  bullets  fired 
point-blank  and  a  30.00  ball  at  120  yeards.  These  garments  were  made  of 
seven  plies  of  Kevlar  29  ir  a  plain  31  by  31  weave.  Kevlar  49  is  used  on 
the  AH-64  as  a  shrapnel  shield  [11]. 

2 

Kevlar  49  has  a  tensile  strength  of  400,000  lb/in  and  a  modulus  of 
2 

18,000,000  lfc/in  with  a  percent  elongation  to  fracture  of  2.5  and  a  density 
3 

of  0.052  lb/in  .  The  fiber  dce3  not  melt.  A  Kevlar  sandwich  composite  that 
Is  almost  off-the-shelf  can  be  described  with  a  view  towards  tactical  shelter 
applications  [12].  This  was  prooposed  for  the  floor  of  the  DeHavilland  Dash  7. 
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This  Is  s  sandwich  of  Kevlar  49/epoxy  facings  with  a  Nosex  honecotnb  core. 

The  proposal  was  for  a  top  face  of  3  plies  of  231  Style  Kevlar  49;  a  bortoa 
face  of  one  ply  of  231  Kevlar  49  and  one  ply  of  220  Kevlar  49.  The  Noaex 
core  has  a  1/8"  cell  size  of  6.0  lb  density  one-half  inch  thick.  This  yields 
a  total  panel  thickness  of  0.338"  with  a  weight  of  0.36  lb/ft*.  For  our 
purposes  (tactical  shelters)  a  weight  of  a  pound  per  square  foot  could  be 
tolerated  and  the  additional  Kevlar  would  provlce  very  substantial  penetra- 

e 

tion  resistance. 


Kevlar /Epoxy  Lamina:  Mechanical  Properties: 

Now  that  a  Kevlar  sandwich  has  been  rect-'amnded,  let  us  look  at 
properties  of  a  typical  Kavlar/epoxy  face.  a  follow  the  work  of  Guess 
and  Gerstle  here  ( 13).  They  used  Kevlar  49  with  a  DER-332  resin  with  T-403 
hardener  in  a  100:36  mix  ta’lo.  The  haruner  is  a  Biaphenol-A  epoxide  and 
the  hardener  is  a  pclyoxyprophlene  glyceride  aaina. 

For  an  orthotropic  1 aaina  we  denote  the  :.)dull  parallel  and  transverse 
to  the  filaments  by  E^  and  and  the  corresponding  Poisson's  ratios  by 
and  v^.  The  shear  modulus  is  denoted  by  GIT.  For  a  thin  laalna 
we  have  a  state  of  plane  stress  and  the  reduced  stiffness  matrix  la: 


\  •  Vu  -  V  V 
qt  -  yu  -  vn) 


QIT  *  5H  "  vlt,T  ■  vtlqi. 


QS  ’  S.7  • 
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Hera  the  atreaaea  and  atraina  ara  dafinad  In  cha  principal  material  diractiona 
(L  and  T)  for  an  orthotropic  lamina.  In  thla  caaa  (for  a  cylinder)  we  auat 
tranafora  to  the  Z-axia  (height  of  cylinder)  and  the  9-axia  (in  the  hoop 
direction).  The  raault  la: 

QZ2(I)  •  0LcoaS  +  2(Qlt  ♦  2Q#)«ln2*  coe2#  ♦  QTainS 


Qe0(*)  ■  QL*in%  +■  l(QLT  ♦  2Q#)aln2a  coa2#  +  QTcoa% 
QZfl(a)  -  (Ql  ♦  Qlt  -  4Qf)ain2#coa2*)  ♦  QLT(aln%  ♦  coaS) 

<V*>  *  QZ9(*> 


the  angle  of  rotation  froa  the  Z-axls  la  a.  Now  by  averag'  .i|  the  contribution 
of  each  layer  in  the  laminate  we  obtain  the  etiffneaa  matrix  (for  n  equal 
layera  h) 


or 


1  f  h/2 

**  *'-h/2 


Q1j(#)  dn 


*U 


ir*  V*> 


l.J  •  2.9  . 
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To  predict  strength  we  look  et  the  tension-torsion  curve  which  has 
a  radius  of  1/3(FL  +  F^)  [  14]  where  the  F's  are  the  unidirectional  strengths 
parallel  and  perpendicular  to  the  filament  direction.  It  turns  out  that 
4(7^  4-  F^)  is  a  better  estiaate  of  the  strength  of  a  Kevlar /epoxy  laalnate. 

It  is  an  upper  bound  of  its  strength  in  biaxial  tension.  The  Norrls-Aahkenazl 
[  15]  failure  criterion  can  be  taken  to  be  a  lower  bound,  viz. 


°9  2  V2 

>  ♦  FT  +  >1.0 

F9  Fd  F2  FZ 


Relation  to  Existing  Standards: 

We  now  look  at  the  extent  to  which  a  blast  and  penetration  resistant 
tactical  shelter  meets  existing  needs  of  the  Air  Force.  We  begin  by  looking 
at  thermal  insulation.  The  double-wall  sandwich  construction  of  a  Kevlar- 
honey  comb-Kevlar  material  for  celling,  walls  and  floor  provides  for  lew 
thermal  conductivity.  This  advantage  results  as  a  side  benefit  of  the 
need  for  stiffness  snd  is  not  due  to  specific  design  for  thermal  insulation. 
Thermal  insulation  is  very  important  in  shelter  design  since  shelters  may  be 
deployed  in  the  tropics  or  the  erctlc.  Rapid  response  to  threats  requires 
that  our  equipment  be  capeble  of  responding  to  a  threat  in  any  geographic 
location.  The  alternative  of,  say,  hot  weather  shelters  and  cold  weather 
shelters  is  not  acceptable. 

The  standard  windows,  doors  and  vents  can  be  used  in  a  blast  resistant 
shelter.  Only  minor  thought  need  be  given  to  adapt  aluainua-foam  or 
aluminum-honeycomb  concepts  to  Kevlar-honecomb  design.  Blackout  provisions 
will  remain  the  same,  as  will  heating  kits,  air  conditioning  kit*,  lighting 
and  power  outlet  kits. 
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It  is  understood  that  the  shelter  will  meet  ISO  standards  [16]  ,  USAF 
system  463L  with  aobilizers  and  be  compatible  with  the  MH-3  helicopter  lift. 

EKI  isolation  can  easily  be  designed  in;  within  the  Kevlar  plies  at  the 
face-core  interface  or  by  way  of  an  add-on  kit.  This  takes  care  of  the 
overall  shelter  shielding.  The  filtering  of  all  wire  penetrations  must  also 
be  achieved. 

With  respect  to  repair  Kavlar  panels  offer  soma  advantages  over  aluminum. 
To  quote  from  [3], 

"The  TWA  aft  engine  fairings,  which  had  required  considerable  rework 
prior  to  installation  ir.  Ship  III  [Stone,  R.  H.,  Flight  Service 
Evaluation  fo  Kevlar- 59/Epoxy  Composite  Panels  in  Wide-Bodied 
Commercial  Transport  Aircraft-Second  Annual  Flight  Service  Report, 

NASA  CR-132733,  Oct.  1975],  provided  an  evaluation  of  repair 
procedures  on  Kevlar-49  parts.  These  panels  were  repaired  using 
standard  fiberglass  field  repair  materials  and  techniques,  and  the 
satisfactory  performance  of  these  parts  in  service  indicates  that 
Kevlar-49  parts  generally  can  be  reparied  in  the  same  manner  as 
fiberglass  components,  requiring  no  revision  in  airline  maintenance 
procedures.  The  most  significant  rework  on  these  parts  was  relocation 
of  all  fastener  holes.  The  holes  were  filled  with  a  glass  filled 
epoxy . . . . " 

A  blast  and  penetration  resistant  shelter  will  also  meet  load,  shock  and 
vibration  standards.  It  is  resistant  tr  humidity,  rainfall  and  salt  fog. 

Thus  the  shelter  will  be  electrically  nonconduivlve,  it  will  not  corrode, 
it  will  not  support  combustion,  will  have  a  storage  life  greater  thar.  10-years, 
it  exhibits  inherent  Chemical/Biological  protection,  it  is  i.  ->’*t  to  solvents, 
has  lev  moisture  absortion  characteristics  and  a  low  shrinkage  coeii  'lent. 
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Another  idea  of  the  efficacy  of  Kevlar  sandwich  construction  for 
tactical  shelters  can  be  gleaned  from  the  severe  tests  on  a  Kevlar-foam 
sandwich  aircraft  propellar  [17].  A  vibratory  load  many  times  normal  was 
applied  to  the  shank  for  70x10®  cycles  while  purposely  damaging  various 
shank  part*,  viz.,  holes  were  completely  drilled  through  the  Kevlar  at 
the  shank  plug  end  and  portions  of  the  primary  retention  rovings  were 
peeled  away  to  weaken  the  member.  No  blade  related  failure  occured-f allures 
were  related  to  the  hub.  Further,  the  outboard  portion  of  the  blade  was 
subjected  to  severe  bending  loads  and  subsequently  damaged  by  drilling  holes 
into  the  Kevlar,  scratching  the  surface  and  drilling  into  the  leading  edge. 

No  deterioration  in  blade  strength  or  damage  propagation  was  observed. 

Lifetime  and  Degredatlon  Predictions: 

Here  a  phenomenological  method  for  the  prediction  of  the  degredatlon 
of  an  element  of  sandwich  material  is  developed.  Zt  is  not  practical 
to  study  fibers,  fiber-fiber  interactions,  ply  behavior,  ply  interaction, 
epoxy  response,  epoxy- fiber- laminate  interactions,  adhesive  behavior,  honecoms 
behavior,  humidity,  stress,  temperature,  ultraviolet  and  etc.  cycling.  Thus 
we  develop  a  method  of  prediction  based  on  the  response  of  the  material  itself 
[18]. 

The  second  Piola-Kirchhoff  stress  tensor  S  is  determined  by  the  past  history 
of  the  strain  E, 

S  -  Q [Et(m) ]  sc [C,») 


1? 


and  EC(s)  «  E(t-s)  for  time  t  and  place  x.  To  determine  the  damage  using 
the  functional  Q  it  is  first  necessary  to  perform  a  gedanken-experiment. 
Subject  a  sample  of  the  sandwich  to  a  prescribed  strain  history  so  that 
it  experiences  some  permanent  deformation.  Next,  load  the  specimen  in  such 
a  manner  as  to  force  it  back  into  its  original  geometric  shape.  To 
determine  the  damage  we  compare  the  response  of  this  specimen  to  a  geometri¬ 
cally  identical  virgin  specimen.  Let  E^  be  a  reference  strain  history  applied 
at  t-0.  The  corresponding  stress  will  be  given  by 

S:  -  Q[eJ] 


for  the  worked  specimen.  For  the  virgin  specimen  we  have 

S2  -  qie'i 

Now  we  can  define  the  damage  tensor  D  by 


This  tensor  is  a  measure  of  the  relative  change  in  the  material  properties 

of  the  sandwich  due  to  the  pre-working.  Since  both  specimens  have 

identical  shape  and  are  identical  in  composition,  fabrication,  and  evary 

other  respect  we  must  attribute  the  difference  in  response  (if  D  +  0)  to  damage 

in  our  specimen  of  sandwich  material.  We  do  not  know  what  this  damage  is 

attributable  to  in  a  microstrcutural  sense  and  it  is  not  important  to  know 

this  in  order  to  predict  the  important  engineering  consequences  we  are  interested 

in.  The  damage  tensor  D  is  represented  by  a  functional.  This  reflects  the 

fact  that  different  strain  histories  will,  in  general,  induce  different  states  of 

damage.  The  details  of  the  damage  tensor  and  its  properties  are  described  in  [  18] . 


13 


Concomitantly,  one  may  make  use  of  Che  response  probability  technique 
to  predict  damage  due  to  blast  on  the  entire  structure.  Recall,  that  we 
have  described  the  use  of  the  Gurney  method  to  predict  penetration  into  the 
structure  and  for  more  precise  predictions  of  penetration  various  computer 
codes  may  be  called  upon.  The  response  probability  density  function 
technique  was  developed  to  predict  sonic  boom  damage  [19],  This  technique 
works  well  if  the  blast  waves  and  the  strength  of  shelter  are  distributed 
lognormally.  The  advantage  in  this  method  lies  in  its  simplicity.  We  express 
the  response  R  Chat  we  seek  as  the  quotient  of  a  sensitivity  s  and  an 
excitation  e. 


Both  s  and  e  can  be  expressed  as  products  of  statistically  Independent  factors 


e  ■  ir  e. 


S  »  IT  S. 


yielding  the  result  that  the  logarithms  of  e  and  s  are  the  sums  of  the 
logarithms  of  their  respective  factors. 


log1Qe  -  l  log10ei 
log1Qs  -  l  log10s1  . 


14 


Now  we  sample  each  of  the  factors  and  take  the  log  of  each  reading  to  verify 
that  the  distribution  of  the  logs  is  normal.  Deterministic  factors  have 
delta  functions  as  probability  density  functions  and  do  not  influence  the 
shape  of  the  combined  probability  density  function. 

A  mean  and  variance  for  each  distribution  of  the  log  of  a  factor  is 
computed.  The  mean  of  the  log  of  the  response  is  computed  as  the  difference 
of  the  sensitivity  factor  log  means  minus  the  excitation  log  means, 

E(loglQR)  -  £[logl0(s/e)] 

E(log1()R)  -  l  E(loglo9j)  -  l  E(log10e1) 

Now  var(log1QR)  -  £  varUog^e^  +  £  var  (log^s^ ) 

From  a  standard  table  we  find  the  probability  for  the  normal  probability 
density  function  of  log^R 

Z  -  E(log1(JR) 

( var(log^R)  ]** 

In  the  case  of  our  shelter  R  is  the  strain  (motion),  s  is  characteristic  of  the 
material's  mechanical  properties  and  e  is  the  imposed  stress. 
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APPENDIX  I 


"I  do  not  know  that  I  have  anything  to  say  on  the  subjects 
more  specifically  discussed  in  this  report,  but  I  hope  I 
shall  not  do  violence  to  the  spirit  of  your  kind  invitation 
or  too  much  presume  on  your  patience  if  I  shall  say  a  few 
words  on  that  general  subject  which  you  discussed  with  great 

clearness . "To  be  more  readily  understood  I  shall  use 

your  notation  and  terminology,  and  consider  the  most  simple 
case  possible." 

Letter  from  J.  Williard  Gibbs  to  Oliver  J.  Lodge 
. January  8,  1887 


A  tactical  shelter  is  a  rectangular  parallelepiped-  of 
dimensions  8x8x20  ft  or  8x8x13  ft  that  is  capable  of  efficient 
transport  by  helicopter,  rail,  ship  or  truck  without  incurring 
any  structural  degradation.  The  objective  of  this  study  is 
to  take  the  basic  shelter  as  defined  above  and  design  into 
it  a  significant  amount  of  blast  and  penetration  resistance.  \ 
To  accomplish  -this  objective  a  number  of  different  aspects 
of  the  shelter  and  its  environments  must  be  studied: 

I.  Typical  Nuclear  Threat:  V7e  should  define  the 
typical  blast  and^  projectile  threat  that  a  shelter  deployed 
in  a  tactical  situation  is  most  likely  to  experience.  For 
a  nuclear  blast,  the  maximum  survivable  overpressure  (peak 
pressure)  is  generally  assumed  to  be  7.25  psi.  This  is  not 
due  to  any  inherent  structural  limitations,  but  is  a  con¬ 
sequence  of  the  fact  that  at  pressures  somewhat  higher  than 
7.25  psi,  the  sheLter  will  overturn,  be  pulled  loose  from 
its  anchoring  cables,  be  blown  along  the  ground  by  the 
blast.  Thus  the  higher  overpressures  present  a  problem  that 
cannot  be  solved  by  a  light-weight  structure.  The  reasonabili' 
of  the  7 4 25  psi  figure  as  an  upper  bound  is  clear.  Thus 

our  design  objective  for  blast  is  established. 

II.  Typical  Non-Nuclear  Threat:  Let  us  begin  by 
looking  at  weapons  that  can  supply  overpressures  in  the 
neighborhood  of  7  psi  overpressures.  These  threats  include 
G.P.  bombs,  artillery,  and  rockets.  However,  even  a  cursory 
study  of  these  weapons  will  show  that  if  they  explode  close 
enough  to  a  target  (shelter)  to  deliver  peak  overpressure  of 
7  psi,  they  will  easily  destroy  the  shelter  by  penetration 
of  large  amounts  of  shrapnel.  Thus  the  non-nuclear  threat 
is  a  ballistic  one  and  to  meet  it  the  shelter  must  be  able 
to  resist  penetration.  For  tactical  shelter  purposes  I  can 
define  the  typical  shrapnel  threat  as  a  40  gram  fragment 
impacting  the  shelter  with  a  velocity  of  600  meters/second. 
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III.  Small  Arms  Threat:  The  weight  of  a  shelter 
capable  of  withstanding  small  arms  fire  of,  say,  7.62mm  ball 
rounds  would  be  too  heavy  to  effectively  be  air-transportable. 
Thus  a  shelter  designed  to  resist  small  arms  fire  would 
cease  to  be  a  tactical  shelter,  but  would  be  a  structure 
with  walls  of  the  same  order  of  magnitude  as  an  armored 
personnel  carrier.  Therefore,  it  is  recommended  that  tactical 
shelters  be  moved  out  of  areas  where  it  is  subjected  to 
small  arms  fire,  or  that  revetments  be  erected  around  the 
shelter,  or  that  the  shelter  be  place  in  a  depression. 

Now  a  typical  threat  has  been  defined:  7.25  psi  Peak 
Pressure  of  the  Applied  Pulse.  A  40  gram  Fragment  with 
Impact  Velocity  of  600  Meters/Second. 

It  is  proposed  that  these  two  criteria  be  added  to  the 
standard  shelter  design  criteria,  and  that  all  future  tactical 
shelters  meet  these  criteria. 

Moreover,  taking  typical  threats  into  consideration  it 
is  recommended  that  all  six  faces  of  the  shelter  meet  these 
criteria.  Now  ia  the  proper  time  to  bring  up  precisely  what 
is  meant  by  saying  "the  tactical  shelter  meets  the  7.5  psi 
and  40gm  at  600  m/sec  criteria." 

Let  us  begin  with  the  latter.  For  a  shelter  (panel)  to 
meet  the  40gm  600  m/bec  criterion,  a  projectile  with  those 
characteristics,  if  it  penetrates  the  panel,  must  have  zero 
velocity  upon  entering  the  shelter. 

7or  a  shelter  to  meet  the  7.25  psi  criterion  it  must  be 
capable  of  meeting  all  the  requirements  for  certification  of 
a  new  shelter  including: 

a.  Nine  mile  per  hour  railroad  humping  test. 

b.  Static  loading  (75  lb/ft2) . 

i 

c.  Fording  (no  water  entry) . 

d.  Rain  (no  water  entry) . 

e.  Dust  (no  dust  entry) . 

f.  Thermal  insulation  including  low  temperature 
(-65°F) ,  hiah  temperature  (120°F)  plus  a  solar 
heating  (BTU)  load. 

g.  Corrosion  resistance  (salt  fog) . 


h.  Blackout  capability. 

i.  Fungus  resistance. 

j.  RFI,  EMI,  and  EMP  protection. 

k.  Helicopter  transport. 

l.  Stacking  test  (of  shelters),  etc. 

The  reason  for  this  definition  is  that  in  experiencing 
the  7.25  psi  blast  the  shelter  will  undoubtately  exhibit 
some  permanent  deformation.  This  can  be  tolerated  if  the 
shelter  is  able  to  perform  its  function.  The  reason  all  the 
tests  should  be  performed  is  that  there  are  hundreds  of  uses 
for  tactical  shelters  and  it  is  not  practical  to  qualify 
each  one  at  7.25  psi.  Thus  we  have  assumed  that  if  the 
shelter  meets  the  design  criteria  before  and  after  the 
blast,  it  can  perform  its  function  after  the  blast. 

Among  the  uses  of  tactical  shelters  are:  ILS  systems, 
artillery  control*,  antiaircraft  systems,  radar  systems, 
telephone  units,  communications  systems,  helicopter  transmission 
repair  facilities,  machine  shops,  photographic  development 
facilities,  latrines,  CBW  shelters,  data  reduction  facility, 
drone  control,  operating  room,  intensive  care  unit,  power 
station,  weather  station,  and  meeting  room. 

The  demand  for  tactical  shelters  in  the  coming  years 
will  doubtless  increase  significantly  due  to  the  changing 
international  conditions,  which  are  now  beginning  to  become 
clear  and  the  type  of  conflict  we  are  likely  to  encounter  in 
the  future.  To  begin  with,  the  loss  in  the  number  of 
overseas  bases  and  the  degradation  (by  some  foreign  control) 
of  the  mission  of  others  means  that  we  are  no  longer  as 
close  as  we  once  were  to  the  scenes  of  prospective  military 
confrontations.  Thus,  supplies,,  personnel  and  material  will 
have  to  be  brought  over  increasingly  larger  distances.  In 
addition  the  required  response  time  to  threats  ha3  been 
steadily  decreasing.  Thus  the  modern  scene  is  generally  one 
in  which  there  are  a  few  well  stocked  bases  far  away  from 
many  areas  of  potential  threat  and  the  time  required  for  an 
effective  threat  response  is  in  the  neighborhood  of  24 
hours.  These  problems  have  been  somewhat  counter  balanced 
by  some  efficacious  developments  in  cargo  aircraft.  They 
have  become  faster  with  greater  cargo  capacity  and  the  cost 
of  shipping  a  ton  of  cargo  has  concommitantly  dropped  to  a 
relatively  low  level.  At  this  point  the  capability  for 
quick  long  range  response  to  long  distance  threats  exists. 

Thus  the  need  for  tactical  shelter  systems  is  obvious. 

There  is  not  sufficient  time  or  manpower  to  dump  equipment 
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at  a  tactical  site  and  have  it  set  up  and  put  into  an  operable 
configuration.  The  equipment  must  be  preconfigured  and  in 
operating  order  immediately  upon  delivery.  Moreover,  the 
equipment  and  its  operators  must  be  protected  from  the 
environmental  hazards  it  will  encounter.  In  addition,  the 
vagaries  of  warfare  dictate  that  this  equipment  be  mobile  to 
the  extent  that  it  can  be  almost  instantaneously  moved  by 
truck  or  helicopter  to  a  new  site. 

It  is  clear  that  shelters  of  the  electronic  type, 
radars,  missile  control,  artillery  control,  communications, 
•tc.  will  be  high  priority  targets  on  an  agressor’s  list. 
However,  given  the  many  uses  of  the  tactical  shelter,  and 
the  inability,  in  some  cases,  to  distinguish  their  functions 
from  their  external  appearance,  all  shelters  in  tactical 
areas  should  have  the  penetration  protection  specified 
above. 

There  are  three  basic  types  of  shelter  construction: 

I.  Aluminum  faced  rigid  foam  with  aluminum  reinforcing 

beams. 

II.  Aluminum  faced  honeycomb  (resin  impregnated  paper 
or  nomex) 

III.  Aluminum  faced  plywood  with  rigid  foam  core. 

The  aluminum  faces  are  typically  0.8mm  thick  and  the 
foam  is  approximately  5cm  thick.  Typically,  the  foam  shelter 
is  reinforced  with  3in  x  3in  aluminum  hat  sections.  The 
honeycomb  shelters  have  either  kraft  paper  or  nomex  cores 
with  cell  sizes  from  0.25  in  to  0.40  in  with  densities  of 
3.0  to  5.0  lb/ft  . 

It  has  been  known  for  some  time  that  the  standard 
shelter  would  not  survive  the  effects  of  a  moderate  blast 
environment.  In  the  500  ton  TNT  Dial  Pack  explosion  in  July 
1970  with  S-250 ,  S-335  and  S-390  shelters  it  was  found  that 
empty  shelters  did  not  survive,  but  shelters  with  equipment 
racks  did.  The  next  explosive  event  (1972)  called  Mixed 
Company  used  S-280  shelters  hardened  by  the  addition  of 
aluminun  sheet  and  showed  that  shelters  without  hardening  or 
racks  failed  catastrophically  while  the  aluminum  sheet 
strengthened  shelters  survived. 

The  conclusion  of  the  Mixed  Company  test  was  that  che 
S-280  shelter  roust  be  structurally  modified  to  survive  a 
7.25  psi  blast.  In  the  1976  Dice  Throw  event  two  retrofitted 
S-280  shelters,  a  paper  honeycomb  S-280,  a  shelter  in  a 
revetmer.t,  a  shelter"  on  a  truck  in  a  ditch  and  an  S-280  on 
a  truck  (for  overturning  data)  were  tested. 
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The  retrofitted  (hardened)  shelters  had  bonded  to  them 
aluminum  honeycomb  kevlar  faced  panels  as  shown  in  Figure  3. 

The  kevlar  panels  were  formed  of  nine  layers  of  fiber  bonded 
with  epoxy.  The  kevlar  provided  bending  stiffness  to  resist 
the  blast#  thermal  radiation  protection  and  fragment  protection. 
This  retrofit  has  a  weight  of  363  kg  [1). 

Without  going  into  detail  it  has  been  determined  that 
the  7.25  psi  peak  overpressure  is  survivable  by  a  tactical 
shelter  with  a  retrofit#  and  it  is  possible  to  build  this 
survivability  into  the  next  generation  of  tactical  shelters. 

Zt  was  determined  that  expandable  shelters  will  not 
even  survive  blast  at  the  3.0  psi  level.  Therefore  we  do 
not  consider  expandable^  in  this  report#  because  its  construction 
is  inconsistent  with  blast  protection. 

The  structural  analysis  of  an  S-280  shelter  subjected 
to  a  5  and  7.2S  psi  overpressure  was  performed  by  the  Navy 
Civil  Engineering  Laboratory  at  Port  Hueneme  CA  using  the 
SAP  IV  code  on  a  quarter  panel  (used  because  of  symmetry 
considerations) .  The  S-280  foam  and  beam  standard  shelter 
was  analyzed  and  the  standard  S-280  shelter  was  analyzed  and 
the  standard  S-280  retrofitted  with  aluminum  honeycomb 
sandwich  was  similarly  analyzed  as  shown  in  rigura  4.  The 
bases  for  the  calculations  are  presented  below  in  the  appendix 

m. 

Another  important  point  relative  to  Air  Force  shelters 
[2]  is  that  tie  down  cables  have  a  negligible  effect  on  the 
shelter  response  except  locally  at  the  attachment  points. 

There  is  in  existence  a  computer  program  (3)  that  will 
predict  the  overturning  of  a  shelter.  According  to  preliminary 
calculations)  an  8x8x13  ft  shelter  with  tie  down  cables  will 
overturn  at  the  10  psi  overpressure  level. 
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APPENDIX  II 


a.  Zt  la  possible  to  design  a  blast  and  penetration 
resistant  tactical  shelter  with  small  penalties  for  weight 
•nd  cost,  but  with  the  advantage  of  having  a  structure 
better  able  to  meet  many  of  the  other  requirements  for  a 
tactical  shelter. 

b.  The  use  of  a  single  sheet  high  strength  panel  must 
be  carefully  looked  into.  This  panel  of,  say,  boron-graphite 
fiber  reinforced  material  would  have  all  the  necessary 
Strength  properties.  Equipment  could  be  mounted  on  the  wall 
itself  by  means  of  aircraft  adhesives.  Zn  fact,  if  a  32  ft 
single  sheet  of  the  material  could  be  made  it  could  be  bent 
into  shape,  necessitating  the  use  of  three  fewer  joints. 

This  design  has  clear  advantages,  the  major  one  being  simplicity 
no  delamination  problems,  none  of  the  moisture,  fungus  or 
strength  problems.  However,  there  will  be  a  thermal  problem. 

The  insulation  abilities  of  a  single  sheet  is  not  as  effective 
as  ft  composite.  Therefore  an  add-on  kit  of  insulation  (to 
be  placed  on  the  outside)  should  be  available  for  use  whan 
the  situation  warrants  it. 

• 

o.  The  use  of  a  single  sheet  of  high  strength  material 
bonded  to  a  kevlar  fiber  material  should  be  looked  into. 
Typically,  the  metal' would  be  the  inside  layer  and  the 
kevlar  the  outside  layer.  The  kevlar  would  provide  thermal 
insulation  and  significant  penetration  resistance. 

d.  A  single  sheet  Kevlar  panel  is  also  a  possibility 
for  tactical  shelter  use.  Typically,  this  panel  would  have 
•  corrugated  or  a  ribbed  construction  to  increase  its 
stiffness. 

e.  The  use  of  kevlar  in  sandwich  construction  must  be 
looked  into  with  some  Intensity.  The  use  of  kevlar  as  one 
or  both  panels  in  a  honeycomb  construction  is  probably  one 
of  the  most  practical  concepts  for  a  tactical  shelter  panel. 

We  could  have  two  faces  of  kevlar  with  an  aluminum  honeycomb 
core.  One  face  of  aluminum  and  one  face  of  kevlar  with  a 
paper  or  nomex  core.  One  could  also  have  aluminum  sheet 
glued  to  kevlar  sheet  for  each  face  of  a  sandwich  construction. 
The  use  of  kevlar  in  conjunction  with  polycarbonate  foam 
instead  of  aluminum  in  the  configurations  described  above 
Should  also  be  investigated,  as  should  the  same  configurations 
for  kevlar- fiberglas  combinations. 

f.  The  use  of  a  foam  filled  sandwich  should  not  be 
abandoned.  One  should  look  into  kevlar  reinforced  rigid 
foams  and  the  commercially  available  glass  reinforced 
polyurethane  foam. 
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In  addition  there  are  off-the-shelf  syntactic  foams 
with  very  desirable  properties  for  shelter  use.  These  foams 
should  be  configured  with  many  (kevlar,  aluminum,  polycarbonate, 
fiber  reinforced  composites,  fiberglas)  facing  materials  for 
an  appropriate  evaluation. 

g.  Another  concept  that  must  be  carefully  studied  is 
that  of  the  add-on  kit  for  blast  and  penetration  resistance. 
Even  though  the  use  of  an  add-on  kit  is  contrary  to  the 
principles  of  mobility,  rapid  deployment,  and  low  cost,  the 
concept  is  useful  and  the  data  gathered  from  it  would  be 
valuable  in  any  trade-off  analysis. 

h.  The  frame  and  connections  to  it  should  be  designed 
tc  dissipiate  as  much  energy  as  possible  and  maintain  the 
structural  integrity  of  the  panels. 
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Figure  1 .  Schematic  of  S-280  Shelter 
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Figure  5  -  Basis  'or  Far.el  Stress  Calculations 


Table  II 4  Hardened.  Wall  Material  Properties 


-V.’f '  Y^-  '-¥*£!  'J-  E. ..  **-.  ;/A 


.3 

2 

CM 

c 

in 

0 

S 

0 

00 

s 

z 

•■* 

>s\ 

3. 

•*  *■* 

u 

w  00 

3 

C  1 

< 

*w  X 

£ 

> 

•H  (m 

e. 

ov 

(0 

3 

Vi 

C  K> 

3 

3 

« 

3  (N 

it 

2 

£3  3 

cs 

5 

a  * 
0 

3 

C 

O 
X  X 

> 

03 

•n 

X  0 

(12 

> 

0  it 

X 

3 

0  zz 

X 

tu 

u 

w 

0. 

VC 

< 

cn 

fi. 

3 

</>  00 
fM  3  • 

to  ^  evi 

3 

11  *0  oar 


3  US 
Q  V) 


IA 

3 

0* 

00 

VI 

U 

*3 

*5 

3 

X 

00 

00 

3 

c 

c 

£ 

« •  3S 

3 

3 

u 

3 

h 

•M 

a 

4-> 

X 

tfl 

w 

r 

H 

* 

*4 

t— » 

3 

3 

e 

3 

O 

0 

4= 

4S 

y 

M 

3. 

3 

•J  C- 

CU 

<  3 

3 

5 

**  i-4 

H 

31 

OS 

(3  3 

3 

0 

a.  -m  a 

2  «s 
,  < « 

N  >  M 
m  w  a 
v;  o 
I  w  JS. 
n 

vO  r» 

n  tr  a. 

k»  10  «a 

I  I  H 

a.  a. 


v  o 
000 
X  x  •v 
o  o 


o  ai  <n 

«-t  ifl  a 

f4  U-4  3  U  — 

<  o  a.  us 

cj  u 

o  v>  v)  -a 

r-  3  X»  P» 

I  — I  P-  -3  CM 

.■«  3  *■• 

O  "3  II  O  U 

O  O 

nO  X  > 


|*| ale  $1  rrsNPii  «lue  to  Membrane  Force*  ami  Minn  Moment*  (p*l) 


'$PA  ’  «V  '**  '*  V-  "  'MM  'i 


i  C  IS  *4 
3  m  a 

%  •—  3  a 

Q.  C 


Table  4.  (nine.)  Hrmilts  for  Dynaalc  Response  of  Complete  S-280  Shelter 
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Appendix  A  CALCULATION  OF  EQUIVALENT  PANEL  PROPERTIES 
1.  For  bending  and  membrane  stiffness  of  Al/Foam 


“A 


equivalent 

h  bt* 

*  i r 


bt,Ef 


ef  >f 


aluminum 


Ea  h 


since 


If  •  0,  (1)  and  (2)  for  a  unit  thickness  (b-1)  become 
t#Ef  •  0.064  (TO7)  ■  6.4  x  105 
Eete3  •  12  <107)  (0.065)  -.7.3  x  106 

where  Ia  •  ^  (  (2.047)3  -  (1.S33)3) 


I#  ■  0.065b 


then  from  (3)  and- (4) 


t#  •  3.49  inches 
E#  •  1.3.x  105  psl 


2.  For  shear  stiffness  of  Al/Fcam 

*.S.  *  ‘fSf  *  V*. 


1.333  (200  )  *  0.054  (  3.76  »  106)  *  59,000  p«f 


3.  For  mass  density  of  Al/Foam 

w*t»  ♦  w.t. 


Vf*v«  r  1 1 

*e  • - t  •  LlSOj 

ft 

0.00116  (  1.933)  ♦>  0.C64  (  .0972) 

m  — —  11 1  """  " 

3.49  (386.4) 
pa  •  8.32  x  10'6  Slugs/in3 

ft 

•  0.00244  lbs/tn3  (wt  density) 
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4.  For  bending  and  membrane  stiffness  of  Al/Foan/Honeycornb 


(Note: 

Figure  4C  def 
for  stiffness 

ir.es  the  cross  section  used 
calculation) 

AE: 

»v. 

*  bth£n 

♦  bt  E 

a  a 

(5) 

equivalent 

honeyromb 

aluminum 

IE: 

E  btl 
IT 

*  Eh  *h 

*  Ea  *. 

(6) 

since 

ih  •  o.  (5) 

and  (6)  become 

Vi- 

0.102  (107)  • 

1  02  x  106 

(7) 

E  t  3  • 

ei 

12  (107)  (0.315)  «  3.73  x  107 

(8) 

*  .' 

where  Ia  » 

17  (( 3 . 6 ) 3  -  (3.5)3) 

It  •  0.315b 


then  from  (7)  and  (8) 

■  6.09  Inches 
E#  ■  168,000  psl 


5.  For  shear  stiffness  of  Al/Fca.-i/h’oneyco-nb 

V.  •  Vh  *  'a  Ga 

G#  •  3.5  (25,500)+  0.102  (3,750,000) 
— —  - 

6  ■  •  77,700  psl 


6.  For  mass  density  of  Al/Foan/Koneycomb  -  • 

(Note:  Figure  4a  defines  the  cross  section  used  for 
mass  calculation) 


Vh  +  V  *  Vf 


.3 


.0,0030 1 ( 3. 5) *0.09 72(0^134) +0 . 


p  •  1.10  x  10'5  Slugs/In- 
w.  •  0.00425  lbs/in3  («t.  density) 
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Therefore, 


«  >  0.1036 

For,  q  *  1  psi 

v  -  0.33 

a  ■  75  in. 

8Al//oam  •  >-8337  «  105  »s' 

8Al/foam/honeycomb  *  1-6755  x  10  psi 

ftAl/foam  *  3,49  in* 

^Al/ foam/honeycomb  "  6,0876  in- 

we  can  substitute  into  equation  1, 

.  „  .  C0.1035)(1)(73)4  .  1  -  (0.33)Z 

"^Al/foam  (1.83  x  103}(3.49r  0.91 

so,  for  the  Al/foam  plate. 


Likewise  for  the  Al/foam/honeycornb  plats. 


